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Wilner Building 


Built in 1903 and located on the northeast corner of Cherry and Washington streets, the Wilner 
Building was Green Bay’s first “skyscraper.” The six-story structure was bought by Henry Herrick in 
1922 and torn down in 1930 to make way for the F.W. Woolworth Store. 

» Order a reproduction of this and other photos from the Neville Public Museum of Brown 

County at http://photos.nevillepublicmuseum.org. 
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The Wilner Building 
stood on the 
northeast corner of 
Cherry and 
Washington streets 
from 1903 until 1930. 
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The former site of 
the Wilner Building 
at the northeast 
corner of Cherry and 
Washington streets. 
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